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In; British latent Application Ho. 57606/67 
•' Corresponding to U. 8. Serial Wo, 609,204 
Our file 582-454 Great Britain Philip Morris Inc. 
Your Polio A/11770 :CJW____ 


Dear Sirs; 

Ms . : 

Ve faava racaivad your letter o£ March 6, 1969, 
relating to the above patent application and the Official Latter 
which baa Issued fros the patent Office relating to the ease. 
Please prepare and file an a s a ndn ant in this case at the 
earliest convenient data and in accordance with the instruct Iona 
contained in this lattar. As a preliminary, please note that 
the united'States case was patented on December 10, 1968 as 
D. 8. Patent 3,415,253, and contains all of the claims as 
originally filed in Great Britain without change. 

Turning now to the Official letter, you are 
authorised to revise the deles presently on file to bring 
than into line with the requirements of British practice and 
to overcome any objections raised by the Examiner. Moreover, 
you should carefully review and revise the description as 
required to bring it into line with the claims and the objects 
of the invention. In connection with the claims, no prior art 
was applied against any of the claims in the united States case, 
and we know of none which would have any bearing on the scope 
of the claims presently on file in this case. 
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In connection with the consent made by you in 
the first paragraph of Page 2 of your letter and relating to 
the 7th and 8th paragraphs of the Official Letter ( we believe 
the description on Page 16, Line 9 through Page 18, Line 9 
covers this. You will note undoubtedly that "iprocesqfliquid” 
is Intended to denote a liquid which has been filte 
clarified, etc. to the extent that as ouch qapossll 
insolubles therein have been removed. ObvlouHp^s 
materials will remain in the liquid jKff”€hese are 


quantity as to make the 
devoid of Insolubles. 

Please 

comply with Peragre 


Official 
refe 
proceed 



practl< 


of the 
insoluble 
such minor 
1 purposes 


lstlons are. required to 
the Official Letter. 


h tike 11th paragraph of the 
with the utilisation of 
1, you are authorised to 


connection with the drawings, there are a couple 
of printing errors which should be corrected. The reference 
numeral 124 in figure 1 indicating the clarifier above Tank 126 
should be changed to ”224” and also in the specification. 
Similarly, the collection vessel 120 to which lines 152, 114a, 

110a and 131 are connected should be changed to "220". The 
foregoing la necessary to avoid duplication in the spec and 
drawings 


With regard to Paragraph 13 of the Official 

Latter, we approve of your pro p o sed manner of answering this. 

• < ■. v 

In connection with Table 2, it is proposed that 
tbs last 1 line of the table be cancelled. "KID? la a commonly 
used term in the tobacco art meaning resistance to draw through 
cigarette measured in inches of water. 
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"Filling Power Index" la e Measure of how 
well tobacco will fill a cigarette cylinder. Its units are 
cubic centiaeters and it is detesmlned by placing 10 grans 
of tobacco filler in a 250 ml. graduated cylinder and i> lacing 
a 3*5 lb. weight on top. After five Minutes, the volyne of the 
compressed filler is read. 

The full nas 

Henry Bolway 
Don Glenn Micl 


Ve true, 
proceed with the fill 
require furjrtfc’r'lhfo 




will enable you to 
response; if you 
ow. 


Very truly yours, 


GJB:as 


George J. Brandt, Jr. 


Source: https://www.industrydocuments.ucsf.edu/docs/flyjOOOO 


2026522413 




